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FIGURE 4-1   Excess mortality due to solid cancers per 10   person Sv    males and 100,000 females.   The Committee's preferred models yield

(million person rem).  Results of 1,000 Monte Carlo simulations and    a point estimate for males of 660 excess deaths; for females, 730.  In

h'fetable analyses of the excess mortality from all solid cancers following    50% of the trials, the excess mortality for males was between 590 and

an acute total body dose of 0.1 Sv. The populations at risk are 100,000    820 deaths; for females, between 670 and 860 deaths.